Community Complaint Form 


http://fido.fairfaxcounty.gov/DPl/Metroplex/FairfaxCounty/customerservi. 
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Home Living Here 


Complaints 

Submit a Complaint 
Complaint Search 


Search Site: 


' homepage > fairfax inspections database online, fido > community complaint inquiry 

Community Complaints for 6720 James Lee St , Falls Church 


Complaint 
Number 

11144 

27402 
46306 

55667 
55676 
56508 
77094 
85004 

86542 

88968 
20330928 


Description 

Residential Use 
Permit 

Infill Lots 

Outdoor Storage 

Business In A 
Residential District 

Resource Protected 
Area 

Water Supply Or 
Sewer Issues 

Business In A 
Residential District 

Multiple Occupancy 

Structures Unsafe, 
Dilapidated Or In 
Disrepair 

Unpermitted Other 

Commercial Vehicle 


Status 


Opened Closed Disposition 


Closed 10/05/2005 01/09/2006 Compliance 

Closed 11/06/2007 04/21/2009 Compliance 

Closed 04/23/2009 10/14/2009 Compliance 

Closed 10/20/2009 05/15/2011 Compliance 


Under 
Investigation 

Closed 

Closed 

Under 
Investigation 

Under 
Investigation 

Under 
Investigation 

Closed 


1 0/20/2009 


11/20/2009 11/20/2009 


Entered In 
Error 

10/11/2011 10/24/2011 Compliance 
06/25/2012 

08/08/2012 

10/16/2012 

12/23/1998 02/09/1999 Compliance 
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